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FALSSWOUTH  UBBAN  DISTRICT  COTOICIL 


H.S.  ITutten, 
lledical  Officer  of 
liesAth. 


Tot  The  Chairaan  and  Members  of  the 

lialesworth  Urban  District  Council, 


ilr,  Chairinan  and  Gentlemen,, 

I have  the  honour  to  present  the  Annual  Report  for  I96I, 

The  Registrar  General's  estimate  of  the  population,  based  on  the 
1961  Census  is  2,250.  Tliis  is  a decrease  of  150  from  the  corresponding 
period  a year  ago  but  an  increase  of  81  from  the  1951  Census  figures. 

For  the  sixth  successive  year  no  deaths  occurred  in  infants  under 
1 yec.T  of  agej  and  the  i-iaternal  Mortality  Rate  is  again  Nil  and  han  been  now 
for  at  least  12  years. 

The  Adjusted  Death  Rate  is  much  lower  than  the  s.verage  for  England 
and  HrJ.es.  Of  the  causes  of  death,,  heart  disease  and  its  associated  disorders, 
as  usual-,  leads  the  list. 

Measles  was  the  most  prevalent  infectious  disease  notified  during  the 
year.  All  the  cases  occurred  in  the  first  six  months  of  the  j^’ear. 

It  is  anticipated  that  the  Water  Undertaking  administered  by  the 
Authoritjr  will  be  transferred  to  the  East  Anglian  Hater  Company  together  xfith 
the  Undertakings  of  Beccles,  Bungay,  Lothingland  and  Wainford,  by  about  the 
middle  of  19 62. 


I have  the  honour  to  be. 

Your  obedient  Servant, 

H.E.  NUTTEN, 

Medical  Officer  of  Health, 


To\m  Hall, 

Halesworth, 

Suffolk, 


21st  June,  I962 


Digitized  by  the  Internet  Archive 
in  2017  with  funding  from 
Wellcome  Library 


https://archive.org/details/b29405841 


GENERAL  STATISTICS 


Area  (in  acres) o.  1,107 

Fvegistrar-General' s estimate  of  population  (mi'l-196l) 2,250 

Nui'.ber  of  inhabited  houses  (estimated) • 8O3 

Rateable  Value £31, 716 

Product  of  Penny  Rate  (Estimated) ;'1L23 


Halesworth 
Urban  District 

England 
& Wales 

uvp_Biimis 

Nui'iiber 

30 

13.3 

i^tc  per  1,000  Population 

17.4 

ILLEGITEIATS  HVE  BIRTHS 

Per  cent  of  total  live  births .............. 

Nil 

- 

gjILLBIilTHS 

Number 

Nil 

Rate  per  1,000  total  live  and  still  births 

IS  .7 

T0T:1L  IIVE  AND  STILL  BIRTHS 

30 

- 

Hy iUIT.  DEATHS  (Deaths  under  1 year 

Nil 

- 

IIRVillT  MORTALITY  RATES 

"To^al  infant  deaths  per  1,000  total  live  births 

Nil 

21.4 

Legitimate  infant  deaths  per  1,000  legitimate  live 
births 

+ 

Illegitimate  infant  deaths  per  1,000  illegitimate 
live  births 

- 

+ 

^0-NATAL  MOiriTALITY  RATE  (deaths  under  L vteeks  per 

1,000  total  live  births), 

Nil 

+ 

EiLiY  IL-IO-NATAL  ilORTALITY  RATE  (deaths  under  1 week  ner 
total  live  births )......, 

Nil 

+ 

PEiXiTATAL  MORTALITY  RATE  (still  births  and  deaths  under 

1 wee’:  combined  per  1,000  total  live  and  still  births.. 

r 

Nil 

+ 

iVVYRILX  MCHTALITY  (including  abortion) 

1 

Number  of  deaths 

Nil 

- 

Rate  per  1,000  total  live  and  still  births 

— 

+ 

- Not  applicable,  + Not  yet  availa.ble. 


VITAL  STATISTICS 


nVE  BIRTHS 

Male 

Female 

TOTAL 

T0T;JL 

14 

16 

30 

Legitimate ,,, 

14 

16 

30 

Illegitimate. 

1 


STILL  BILTIIS 

Male 

Female 

TOTAL 

TOTAL 

- 

- 

Legitiuiate 

in  tinate 

DEATHS  OF  INFANTS  UNDER  1 YEAR  OF  AGE 

Male 

Female 

TOTAL 

TOTAL 

' 

- 

Legitimate 

Illegitj.mate 

DEATHS  OF  IILF;\NTS  UNDER  4 \aIEEKS  OF  AGE 

Male 

Female 

TOTAL 

TOTAL J 

Legiti"  ^late 

Illegi  timatc, 

DEATHS  OF  INFANTS  UITOER  I VIEEIC  OF  AGE 

— 

Male 

Female 

Tc\r\rA: 

Ler'itimate, .,,, 

Illegitimate 

_ 

j. 

DEATHS  - ALL  AGES 

Male 

Female 

TOTAL 

Deaths  - all  nees 

14 

8 

22 



RATiiB 

Halesworth 
Urban  District^ 

...  .J 

England 
& Wales 

Illegitimacy  rate  (per  1,000  live  births)...., 

Nil 

+ 

Adjusted  Birth  rate 

15.4 

- 

Death  rate  per  1,000  estimated  population 

9.8 

12.0 

Adjusted  Birth  Rate 

8.5 

Gonparability  Factor  (Births)  1,16 
Comparability  Factor  (Deaths)  0,87 


CAUSES  OF  DEATH 

MiALG 

FEi-iA.LE 

TOTAL 

1,  Tuberculosis,  respirator/ 

mm 

2,  Tuberculosis,  other. 

- 

- 

rm 

3.  Sypliilitic  Disease 

- 

- 

- 

4.  Diphtheria 

— 

Carried  forward 

- 

- 

0m 

2, 


CAUSES  OF  DEATH 

MIE 

FEHALS 

TOTAL 

1 

Brought  forward. 

' 

5. 

VHioopirg  Cough-  

_ 

6. 

llfiTTinpncncf'.a’I  i nfections  - - --  -- - 

7. 

Acute  poll’  ov.r  relitis  - --  --  --  - -.. 

_ 

rt  • 

llepsles 

_ 

9. 

Other  'infective  and  parasitic  diseases..-------.-- 

10. 

Halipnant  neoplasm,  stomach.. 

1 

1 

11. 

I'laX  P'nnnt  neoplnsm,  lun*^,  bronchus-- 

1 

1 

12. 

1 In  1 i «nt  n eopT  n svi , breast 

13. 

!/•. 

Ilnlignpnt  neon! asm j uterus 

Other  .-ml i.‘'’nnnt  nnd  lymphntic  neoplasm- - 

1 

1 

2 

15. 

TjeuVa^m'’ ai enlrnemia- 

16. 

Di  nbetes - 

17. 

13. 

Vnscul  ar  1 esi  ons  of  nervous  S37stem.  - 

5 

5 

Goronnry  disease^  angina 

2 

1 

3 

19. 

20. 

Upertenei  on  uith  heart  di  sense . 

1 

1 

Other  heart  disease 

1 

3 

4 

21. 

Other  circulatory  diseases 

22. 

Influ  enza. ------ 

_ 

2 

2 

23. 

2/^, 

Pneumonia 

Bronchitis 

2 

2 

25. 

Other  di senses  of  respiratory  system-- - 

26. 

U1  cer  of  stomach  and  duodenum-  - --  -- 

27. 

Gastritis j enteritis  nnd  diarrhoea 

■ 

23. 

iTcphritis  and.  nephrosis. - - 

29. 

lijrperplasia  of  prostate.. - ----- 

30. 

Pregnancy,  childbiith,  abortion  - 

31. 

32. 

Congenitial  malformations 

Other  defined  and  ill— defined  diseases 

1 

- 

1 

33. 

llotor  vehicle  accidents. 

34. 

All  other  accidents 

35. 

Sui  cide.. - 

■ 

36. 

Homicide  nnd  operations  or  War-.-.-. 

_ 

14 

8 

22 

ADJUSTED  BIRTH  AND  DEATH  RATE  ; COfiPaMBILITY  FACTOR 

LoccJ.  birth  rates  are  expressed  in  terms  of  population.  These  populations  are 
estimated  bj’’  the  Registrar  General  and  comprise  persons  of  all  ages,  including  those 
who  have  no  influence  on  the  birth  rate.  These  latter  do,  however,  affect  the  birth 
rate  in  that  a high  proportion  of  them  in  a population-  tends  to  lower,  and  a snail 
proportion  tends  to  raise  the  true  rate.  The  size  of  this  proportion  will  vary  in 
different  areas  and,  therefore,  the  elimination  or  standardization  of  such  a factor 
\n.ll  give  a true  comparison  between  aroar. 

The  Registrar  General  issues  a comparability  factor  on  these  lines,  Hultiplica- 
tion  of  the  crude  birth  rate  of  an  area  by  the  comparability  factor  gives  the  adjusted 
birth  rote  and  can  be  compared  with  the  crude  rate  for  England  and  Wales, 

The  comparability  factor  for  deaths  is  obtained  in  a similar  way  to  the  above. 
The  factors  for  certain  areas,  where  rapid  increase  or  reduction  in  the  population 
nateriaXLy  affects  its  comparison  by  sex  and  age  groups,  are  also  adjusted  on  that 
account.  Death  rate  area  comparability  factors  are  adjusted  to  talre  account  of  the 
presence  of  any  residential  institutions  in  each  area.  Birth  rate  area  comparability 
factors  are  also  adjusted  to  take  account  of  the  presence  of  sterile  populo.tions  in 
institutions  for  the  mentally  ill  or  mentally  deficient. 
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Tqjble.  shoid-ng  the  more  important  causes  of  Death,  numbers  and  percentages. 


No  of  Deaths 

Percent  c.ge 

“ I960. 

1961 

i960  j 

1961 

Diseases  of  circulatory  system, 

13 

8 

50.00 

36.36 

Vascular  lesions  of  nervous  system 

1 

5 

3.85 

22.72 

McJ-iinojnt  diseases 

8 

4 

30.76 

■ 

18.13 

Pneumonic,  and  Bronchitis 

2 

2 

7.69 

9.09 

Influenza 

- 

2 

'I 

9.09  1 

1 

All  other  causes 

2 

1 

7.69 

4.54  1 

TOTAL 

26 

22 

99.99 

■ *1 
99.93  ! 

i 

In  1961,  77%  of  all  deaths  fell  under  the  first  three  headings. 
The  comparable  figure  for  I96O  was  84%  and  for  1959  was  78%, 


Comparative  Statistics 


1950 

1951 

1952 

1953 

1954 

1955 

1956 

1957 

1958 

1959 

i960 

1961 

Population 

2171 

2169 

2186 

2249 

. 

2270 

2310 

2310 

2330 

2350 

2350 

2400 

2250 

No.  of  Inhabited  Houses... 

890 

742 

772 

810 

830 

806 

745 

761 

752 

768 

798 

8O3 

No,  of  Live  Births 

29 

23 

34 

35 

29 

49 

38 

45 

26 

37 

39 

30 

British  Pate  (Crude) 

13.4 

10.6 

15.5 

15.5 

12.8 

2L.2 

16,5 

19.3 

11.0 

15.7 

16,25 

... 

13.3 

No , of  3 till  Births ...... 

2 

1 

0 

■ 1 

0 

4 

1 

0 

0 

1 

0 

0 



Maternal  Moiisality 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

Infant  Mortality  Rate 

Q 

43.5 

45,4 

142.8 

0 

20.4 

0 

0 

0 

0 

0 

0 

No.  of  Deaths 

(-) 

(1) 

(2) 

(5) 

(-) 

(1) 

.. 

(-) 

(-) 

(-) 

(-) 

(-*) 

(-) 

No,  of  Deaths  (all  ages),. 

27 

40 

30 

30 

30 

18 

23 

25 

21 

1 

19 

26 

22 

Death  Pate  (Crude).. 

12.4 

18.4 

13.7 

13.3 

13.2 

7.8 

9.9 

10.7 

8.9 

8,C 

:CX3 

9.8 

4. 


Infectious  K-seasos 

Itober  of_  all  confirmed  cr.ses,  pX  infectious  and  other  notifiable 
diseases  notified  during  the  your  1961  o.c cording  to  age  and  sex . 


VJlio  oping 

Cox’  gh 

Me  c sics 

Pneumonia 

Puerperal 

Pyre3Cia 

Age 

Male 

F emale 

Total 

Male 

Female 

Tota3. 

Male 

Female 

Total 

Female 

TotrJ 

_j..-  - 

Under  1. , 

1 ’ 

2 

3 

— 

1 

1 

— 

X «•••••«••••• 

- 

- 

- 

4 

5 

9 

- 

1 

1 

- 

- 

2 - 

- 

- 

- 

4 

4 

8 

- 

- 

- 

- 

- 

3 “ •••#•••••••# 

- 

- 

- 

4 

7 

11 

- 

- 

- 

- 

^ **“  ••••••»••««* 

- 

- 

- 

9 

3 

12 

- 

- 

- 

— 

- 

5 9 

5 

2 

7 

20 

23 

43 

- 

- 

- 

- 

10  ~ 14 •*•••«•«• 

1 

2 

3 

- 

- 

- 

- 

— 

- 

- 

- 

15-24 

— 

- 

- 

- 

- 

- 

- 

- 

- 

1 

1 

25-44 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

a 

45  - 64 

- 

- 

- 

- 

- 

- 

'' 

- 

- 

- 

~ 

65  or  over  

•* 

•• 

•• 

Totcl 

7 

6 

13 

41 

43 

34 

- 

1 

1 

1 

1 

1 

43  Males  plus  51  Females  = 99 


Diseases  not  if  ied,  _during  the  year,  classified  according,  to  month 

of  occurrence. 


Mho oping 

Cough 

Measles 

Pneumonia 

Puerpe  rrJL 
Pyrexia 

January 

7 

1 

February. 

6 

- 

- 

- 

l'Iai*ch*  •••••••••• 

- 

10 

1 

1 

. -ApriT 

- 

46 

- 

Mry 

- 

22 

— 

June 

5 

t^4 

July 

a 

August 

September. 

— 

a 

October 

November 

— 

Deco.iber 

- 

- 

- 

— 

TOTAL 

,i.-  . . ^ ^ 

13 

34 

1 

1 

. 

Grand  Total  = 99 
TUBERCULOSIS 


Males 

Females 

TOTAL 

PuL'-ionary 

Non- 

Pulmonary 

Pulmonary 

Non- 

Pulmonary 

No,  of  co-ses  on  the  Register 
at  31st  December,  I96O 

7 

1 

5 

3 

16 

No.  of  cases  added  during 
the  year... 

— 

— 

3 

1 

4 

No.  of  cases  removed  during 
the  year 

3 

1 

1 

5 

No,  of  cases  on  the  Register 
at  3lst  December,  I96I 

4 

1 

7 

3 

15 

5 


Cases  added  to  the  Register 

Cases  removed  from  the  Register 



He\i  notifications '2 

Inwp.rd  transfers 2 

Recovered,... 4 

Died 1 

Removed  to  other  areas ^ 

Tntal .....-.-.---T-*-..----  4 

Total 5 

Cfises  on  the  Register,  accordin^^  to  age  and  sex  at  31st  December. 

1961. 


Age  Group 

Male 

Female 

Total 

Under  5 years 

- , 

I.,, 

5-14  years 

- 

- 

— 

15-24  yeajrs 

1 

2 

3 

25  - 44  years 

2 

4 

6 

45  - 64  yeaxs 

2 

1 

3 

65  years  and  over 

- 

3 

3 

Age  unlcnoim 

1 

*• 

Total 

Li..„  _ 

10 

15 

REPORT  OF  THE 

SURVEYOR/PUBLIC  HEALTH  INSPECTOR  FOR  TRE 
YEAR  1961. 


Mr,  Chairman  and  Gentlemen, 

I Imve  the  honour  to  present  my  report  for  the  year  1961, 


Water  is  supplied  ty  the  Halesworth  Urban  District  Council  and  a supple- 
mentary supply  of  25,000  gallons  per  day  is  available  from  the  Walpole  bores  of  the 
Blyth  Rural  District  Council,  The  average  daily  consumption  for  the  year  showed  an 
increase  to  81,000  gallons  per  day.  It  would  appear  that  increasing  water  demand  is 
almost  a national  trend  and  Halesworth  appears  to  be  conforming  to  the  pattern  in  spite 
of  the  fact  that  one  of  the  largest consumers  in  the  area  ceased  to  operate  during  the 
period  under  review. 

During  the  yetxr,  negotiations  were  continuing  to  form  a Water  Undertaking 
comprising  the  areas  of  Beccles  and  Bungay  and  the  Rural  areas  of  Wainford  and  Lotliingland 
these,  T-rith  Halesworth^  to  be  confined  and  to  be  absorbed  into  the  East  Anglian  Water 
Company  with  Offices  at  Lowestoft, 

Bacteriological  samples  talcen  from  houses  in  the  area  were  found  to  be 
satisfactorjr  vrith  no  Coliform  bacilli  in  100  ml.  Chemical  Analysis  of  the  Raw  water  toJcen 
from  the  bore  shows  the  water  to  be  of  good  organic  quality  with  no  evidence  of  pollution. 
Total  hardness  approximates  to  23®  Clark  of  which  18°  is  temporary  in  nature.  Re-action 
is  neutral  and  free  carbon  dioxide  fairly  high.  Treatment  is  given  to  reduce  the 
carbon  dioxide  and  the  iron  which  is  present.  There  is  no  matallic  contamination  apart 
from  a trace  of  iron  and  a faint  trace  of  zinc.  The  water  is  suitable  for  drinlcing  and 
general  domestic  purposes. 
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llunber  of  houses  supplied  from  water  mains  direct  to  houses  — 7o4. 

ITuunber  of  houses  supplied  by  monjis  of  standpipes  - 22, 

Number  of  houses  not  supplied  - 4. 

ITuinber  of  population  supplied  by  mains  water  supply  - 2,195. 

Number  of  population  Supplied  by  means  of  standpipes  - 62. 

Number  of  population  not  supplied  from  mains  - 11. 

Number  of  units  pajdng  hose  rate  - 66. 

Estimated  number  of  people  per  house  - 2.8. 

i^-NN  SmGE  DISPOSAL. 

The  Sewerage  Works  at  Branfield  Road  continue  to  operate  satisfactorily 
and  work  of  maintenance  has  continued  through  the  year. 

No  reduction  in  the  number  of  pail  closets  in  the  area  has  been  made  during 

the  ^n^ar.  These  are  situated  in  one  small  area  which  has  no  sewer  available  and  a pro- 

portion consists  of  houses  which  will  be  dealth  with  under  the  Housing  Acts, 

Plans  are  in  hand  for  the  connection  to  existing  sewers  of  seven  properties 
wlm-ch  are,  at  present,  served  by  cesspools. 

During  the  year  a considerable  amount  of  work  has  been  carried  out  by  the 
Consulting  Engineers  to  the  Council,  Messrs,  Pick,  Everard,  Keay  Sc.  Gimson,  in  connection 
with  the  submission  of  a report  on  the  Sewage  Works  requested  the  Urban  District 
Council.  For  a.  considerable  period  these  works  have  dealt  quite  adequately  with  se\ragG 
from  the  Ilalesworth  area  and  from  the  adjoining  village  of  Holton.  Agreements  had  been 
made  to  take  sev;age  from  the  village  of  Wissett  and  specified  amounts  from  two  pacld.ng 
stations  situated  in  Holton.  This  has  caused  the  works  to  operate  at  full  capacity  and 
the  report  of  the  Engineers  is  awaited.  It  is  anticipated  that  some  works  of  extension 
will  have  to  bo  made  to  the  existing  works. 

Samples  of  the  final  effluent  taken  by  the  River  Board  showed  a satisfactory 

analysis. 

iUrther  experiments  in  connection  with  the  burning  of  dried  sludge  have  been 
carried  out  and  it  has  been  found  that,  so  far,  the  riamp  system  of  burning  in  addition 
to  being  very  simple  appears  to  be  the  most  efficient  method  of  crude  burning.  It  must 
however  be  emphasised  that  the  drying  beds  must  be  completely  efficient  and  that  the 
turning  operation  must  be  carried  out  during  the  surmer  because  sludge  which  is  wet, 
through  insufficient  drying  or  through  prolonged  periods  of  rain  takes  too  long  to  be 
reduced  by  firing. 

Two  uses  have  been  found  for  the  product  from  the  burning  beds  - the  first 
for  use  as  a filtering  medium  on  the  drying  beds  and  the  second  as  a surface  material,  for 
farm  loads  laid  with  hard  core  over  a clay  soil, 

PUBLIC  CLEANSIHCt 

A weekly  collection  of  house  refuse  is  made  by  the  Council  emplojduig  two 
men  and  one  refuse  lorry.  Disposal  is  by  means  of  a controlled  tip  at  Mells, 

Street  cleaning  is  carried  out  daily,  storm  water  gullies  cro emptied  at 
regular  intervals, 

RODENT  CONTROL. 

One  of  the  Council’s  employees,  who  has  had  the  requisite  training,  is 
enplojred  part-time  by  the  Council  as  a rodent  operative.  There  arc  8O3  houses  and  247 
business  premises  in  the  Council  Area  and  complaints  of  rodent  infestation  are  dealt 
with  ii’^j  mediately. 

Regular  visits  to  the  Refuse  Tip  and  the  Sewerage  Works  are  made  for  the 
purpose  of  inspection  and,  when  necessary,  disinfestation. 

Sewers  are  investigated  at  six  monthly  intervals,  no  infestation  has  been 

found. 
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DISIUK^STATIOW . 


Disinfestr.tion  service  is  available  for  the  public  but  the  principal  requests 
a.re  for  infestations  of  wasps  and  ants.  It  has  been  observed  on  the  few  requests  for 
assistance  in  clearing  fly  infestations  that  greater  care  could  be  talcen  not  only  in  the 
siting  but  care  of  manure  heaps,  particularly  in  association  with  such  businesses  \rliich 
involve  the  preparing  of  poultry  and  pigs,  in  addition  to  cows.  It  is  incumbent  upon 
the  corners  of  premises,  where  such  work  is  carried  out,  to  ensure  that  nuisance  to 
others  does  not  arise  by  rea,3on  of  small  or  heavy  fly  infestation,  also  that  regulo.r 
removal  of  manure  must  be  carried  out.  There  appears  to  be  no  scientific  foundation  for 
the  oft  repeated  plea  that  the  smell  of  ill  kept  animals  or  of  manure  is  ’’healthy*’, 

FOOD.  PHlilJAS. 

There  are  10  premises  registered  for  the  sale  of  Ice  Cream  in  the  Area,  all 
of  x/liich  sell  pre-packed  ice  cream.  There  are  no  premises  registered  for  the  purpose 
of  manufacture  of  Ice  Cream, 

Four  premises  are  registered  for  the  manufacture  of  sausages  and  sausa.ge  meat. 

Eighty  three  inspections  of  food  premises  were  carried  out  and  tv/o  vrere 
found  to  be  unsatisfactory  in  some  respect.  These  premises,  in  addition, to  a further 
establislmient  upon  which  work  had  not  been  carried  out  at  the  time  of  my  last  report  have 
novr  been  rendered  satisfactory, 

iforks  of  improvement  to  toilet  facilities  to  Hotels  and  Public  Houses  in  the 
area  have  been  carried  out  and  plans  for  work  to  be  carried  out  at  further  establislirionts 
are  pending, 

1 IHCPECTION  . 

There  are  no  slaughterhouses  now  operating  in  the  Council  Area, 

It  will  be  rciaembercd  that  in  my  last  report  I stroasod  the  groat  care  -irM-ch 
must  be  exercised  in  the  handling  of  meat  not  only  in  the  shop  but  in  transportation, 

Th.orc  is  no  doubt  that  a m rl-.od  improvombnt  in  this  factor  lias  been  observed  during  the 
year  under  report  but  there  must  be  no  coraplaisancy  as  there  is  still  room  for  iiaprovcLient 
in  tliis  matter.  There  seems  to  be  little  point  in  purchasing  expensive  equipment  for  the 
Transportation  of  meat  and  keeping  shops  at  a high  standard  of  cleanliness  and  yet  subject 
the  meat  to  contamination  in  its  journey  between  the  lorry  and  the  shop.  Further  the 
practice  of  carrying  out  certain  works  of  jointing  a carcase  at  the  tail  board  of  a lorry 
purely  because  it  is  more  easily  accessible  at  that  point  is  particula.rly  objectionable. 

HOUSIITG. 

During  the  year  68  houses  were  inspected,  17  of  xrhich  were  found  to  be 
unsatisfactory  in  some  respect.  As  a result  of  infonnal  action  the  necessary  repairs 
have  been  carried  out  at  each  of  these  houses. 

The  question  of  Enmoval  of  unfit  houses,  associated  as  it  is  with  the 
necessity  of  providing  alternative  living  accommodation  for  the  tenants  of  these  houses 
continues  to  be  a.  source  of  some  concern.  The  provision  of  this  accomodation  is  a 
contributing  factor  to  the  speed  at  which  houses  which  are,  at  the  moment,  unfit  for 
habitation  and  cannot  be  made  so  fit,  can  be  dealt  with. 

Seven  houses  vjere  demolished  under  clearance  Orders  during  the  year,  and  one 
undertaking  accepted  not  to  re-let  an  unfit  house, 

35  nexi  houses  were  built  by  the  Local  Authority  and  seven  new  houses  by 
private  enterprise,  Tx'j’o  Discretionary  and  one  Standard  Improvement  Grant  were  made  during 
the  3''ear, 

Three  families  have  been  re-housed  from  unfit  houses, 

FAQipigES,. 

There  are  35  premises  registered  under  the  Factories  Act  witliin  the  Urban 
district  during  the  year  under  review, 

75  inspections  were  carried  out  and  no  defects  were  observed. 
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Factories  Act,  1957. to  1959 
PART  1 


1*  Inspections  for  purposes  of  provisions  as  to  Health. 


(1) 

Number 

on 

Register 

(2) 

Number  of 

Inspections 

(3) 

Uritten 

notices 

(4) 

Occupiers 

Prosecuted 

(5) 

(i)  Factories  in  which  Sectirns  1,  2,  3, 

4 and  6 are  to  be  enforced  by  Local 
luithorities 

7 

15 

Nil 

Hil 

(ii)  Factories  not  included  in  (i)  in 

wliich  Section  7 is  enforced  by  the 
Loca.1  Authority 

28 

41 

Nil 

Nil 

(iii)  Other  Premises  in  which  Section  7 
is  enforced  by  the  Local  Authority 
(excluding  out-xjorkers*  premises)... 

7 

19 

Nil 

Nil 

Total 

42 

75 

Nil 

Nil 

2*  Gases  in  vrhich  Defects  were  found; 


(1) 


! Waiat  of  cleanliness  (S.l),, 

: Overcrov.'din,^  (S.2) 

Unreasonable  temperature 

(5.3) .. 

Inadequate  ventilation 

(5 .4)  . ♦ 

Ineffective  drainage  of 

floors  (3,6) 

oanitary  Conveniences  (S.V) 

( a)  Insufficient 

(b)  Unsuitable  or  defective 

(c)  Hot  separate  for  sexes. 

Other  offences  against  the 
Act  (not  including  offences 
relating  to  Outwork 


Number  of  cases  in  which  defects 

were  found  

Referred 


Found  Remedied 


(2) 


(3) 


N 


to  H.M. 
Inspector 

(4) 


by  H.M. 
Inspector 

(5) 


Number  of 
co.ses  in  wliich 
prosecutions 
were 

Instituted 

(6) 


V 


Part  Vlll  of  the  Act. 

Sections  110  and  111  - A Nil  Return. 


I an,  Sirs, 

Your  obedient  Servant, 

F.l/.Y.  BUCKLEY, 

Surveyor/Fiiblic  Health  Inspector, 
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